
INDUSTRIAL ENGINES 


. . *• • ' . • .0 

' ■ _ ; #• 

• V" • * ^ * 

MODELS - 

■ CCKA-MS/1831G 
CCKA-MS/1897G ,y 
CCKA-MS/1949G 
. CCKA-MS/2043G 



CCKA-MS/2111G 
CCKA-MS/2567G 
CCKA-MS/2813J 
CCKA-MS/3110J 
CCKA-MS/3612J 












■\ ;' v J. 




For parts or service, 


To avoid errors or delay in .filling your parts order, please furnish all information requested; 


Always give the MODEL arid $PEC NO..and SERIAL NO 




mooli AND SPEC NO 



SER^L NC 


IMPfifillRT- 


ALWAYS GIVE A BO VI NOS 
WHIN ORDERING FARTS 


HORSEPOWER 165 

OILCAPACITY 2 QUARTS 

CHECK OIL LEVEL DAILY 
BE LOW 30 F SAI SW20 
ABOVE 30 f SAE 30 
CHANGE Oil AFTER FIRST 5 HOURS 
CHANGE OIL EVERY 40 OPERATING HOURS. 
EVERY 20H0URS D US T Y CONDITION S 

FUEL REGULAR GASOLINE 

BATTERY 12V NEC GN0 

DO WOT REVERSE BATTERY CONNECTIONS 
VALVES (COl D| IN 010. I XH 012 

SPARK PLUG GAP 025 

POINT GAP 020 

MANUFACTURED BY 

OMAN 

DIVISION OF OMAN CORPOKA1ION 
^ MINNEAPOLIS. MINNESOTA. U $ A 
99AII3S 


. For handy reference, insert YOOR engine ’’<■ 

' ' ^nameplate information in the sp§ces above.'- , ■ " , . # ■/«. 

•* . V* • ,> i , * " 

■ 4 "• A * V ; • • ' * * 

•ft •; 1 * . ,■ T . % 

.... ■* . ’ ■. r ■ ' - . ■***’ 

2. Do not order by reference number or group number; always use pari number and description * , 

3 Give thepart numberv description and quantity needed of each item; If anvokier part cannot be iddhtified’. 
return the partprepaid to your dealer or nearest AUTHORIZED SERVICE SfATION. Print yog| name and 
address plainly on the package. Write d letter to the sarpe address stating the reason for returning the part. 

4TState definitfe shipping instructions. Any claim for loss or damage to your unit in transit should be filed 
u promptly against tfoe.transported^ company.making the delivery': Shipments are complete unless the 
packing list indicates items are back ordered. ^ ' 7 v; 

‘ 4 * • . ' fi. 7. 

Prices qre purposely omitted from this Parts Catalog due to the confusion resulting from fluctuating costs, 
import duties, Sales taxes, exchange rates, etc v i ^ 


For current parts prices, consult; your Onan Dealer,(.Distributor.,;or Parts and Service Center. 

•*En esta lista de piles Ids precios se'omiten de proposito, ya que bastanteconfusioh resulto defluctuaciones 
de los.precios,“derechos aduanales, impue^tos de ye/ita, cambios extranjeros, etc ” : ^ > ^ 

Consiga Iqs precios vigentes de su distribuidior de productos ONAN . 






_ . . , . ... . ,. w ......... ... ... • .,..., ......... .. .... ..,... , v _. .. . .. .,.... ._ 

' This catalog applies to the CGKA Engines#sted below:~Pa?t$ are arrahgdcl ip groups of related items. Ea< 
illustrated part is identified bv a reference number corre spondina to the reference number following tl 


, illustration. Parts illustrationsare typical. Using the MODEL and SPEC NO. from the engine nameplate, select tl 

PARTS KEY NO. (1,2, etc., in the lastcolumn) that applies td your Engine-Model and Spec No. Thi§ PARTS KE 
NO. represents parts that differ-befween-rrtbdais; Unless otherwise mentioned in the description, parts a 

! viJm Aa U t n. M - -- ^ _ il L. — : .1 . j' ' _ _ - J. _ __I I r- A' A i'l I'/S : -.j .■ ■ J-:Vl i \ 




| - jntSrchan 


- tine engine, 

-70 •" ' 




>;•. ii 




■p% : 


-v & 










DINS tbe bidwer end (front) 


v. 


# / 




:jS; 


■f * 


MODEL AND Spec no. 

PARTS KEY NO., 

CC K A- MS/1831G * 

- ■ ‘ J.' . ' 

' ; i ; \ 

* • 6 i, ■ \ 

CCKA-MS/18§7G* 

— —- - - 1 - T"'' Sl - ' : “'V v — 1 

2 ; •* 

CCKA-MS/1949G ’ 

• 

V - • ■ -■ • i-: ■ 

•.- 1 3 

CCKA-MS/2043G’ 

• 4 

CCKA-MS/211 lG*t 

& 

5 

CCKA-MS/2813J* 

“ - 6 ’ 

^CKA-MS/311CU* 

7 

#CCKA-MS/3612J* 

8 '• 


' * The Specification Letter Advances (A to B, B to C, etc.) with 
1 manufacturing changes. % " 

t. - CCKA-MS/2567G is replacement engine for t 
CGKA-MS/2111Q and is identical 




INDEX 




•v. : PV 


GROUP TITLE 

INTRODUCTION....... .... .... A3 


•a * 


n\ 

* • 




DATA TABLE .... 

Alternator? flywheel .".,.:..... .. 

Blocicj, Cylinder. 

Camshaft .. . 

Carburetor Parts 
Crankshaft . . . 






•» * 




•r • V 


• *C- • •••••«• ••• 






A3 
A13 
A5, A6 
AS 
. A12 

■ AS, 

Fuel Systefn .. .............. A10 

Gear Cover .•••♦• • •«• • ♦.**• ......... i..................... B2 

Governor ........... 4 ..................... •.,. Pr,. : .. .^‘S .... B1 

Housing, Blower ........................................../..... B1 

Ad .4 




• « * • 


Ignition---...........------.... 

oif^KNMp .o. .....................ViV.# 

PistoniandConnecting Rod . ....-.. 

P^mpParts.fuel 






Service Kits attd Miscellaneous . . 
Starter Motor : ..... 


*-• • *:■ •>*.' : : v- 










f • «. .#• 


A7 .V; ;■ 

• A8 
All 

B2 ... 

A13 




































*£/// - 


CYLINDER-BLOCK 5 

> . . ’ ,REF PART QTY. , PART , 

rrcM * no: * no. USED ; description 


* 




7 v> : - 


' ? v- 


n ; 


lilt 


REF PART QTY. 

NO* NO. USED 

/• /■///;/ 

i block a§semb(y 

110-1770. V : 1 ' -Key 


PA R T 
OESCRIPTIQ 


•/; ; $ „ ‘ ;ib U 6-0904 '< 4 RutOcap, valve ' 

- i£ •_ . ■ ' i7 851-0505 5- W^sHer, Lock - pear Beann. 

<ey-M^4_ • '* $-- , •" ' • \ Plale : (St/eeial}" 


110-1911 1 Key.5.6,7.8 i- ' /• ' 


2 51733048 > 

■3"'"“ 



S:«# 


1 * 'Plug. CemsriaffvPkpan»^ii.- 2 . / 
■ 5 , Screw. Cap - Hex Head - 

Rear Bearing, Plate Mounting 

■C&i :x i'jjvc;.. 

.1 Elbow StreepOil Lin©-..' 

(Keys t.2.3.4 8 3j-* - //. 

2 Gasket, Cylinder Head 

1 Head. Cylinder - Right - . 

(#2 Cylinder) > . . 

, ft / Head. Cylinder - Left / 

(#J Cylinder) ! 

BEARING..CRANKSHAFT ,- [//', 

101-0450 2 'Standard . . '/.v 

101-0450-02 " 2 002" Undersize 

•10.1-0450-MO— 2 .010' JJndersize ' 


18, 

19- VALVE 



110-1037 

11(M)880 


«. Intake 

' 2 Exhaust J 


5 -• 110-0892 
€f lei 0-0884 


20 INSERT. VALVE SEAT * ... 1 tr 

110-0872———^ , TExhaust, Standard / : . 

110-0872-02 ~V : ~~Exhaustv-..OQjr Oversize _• 

1,10-0872-05 "■' ? / Exhaust, .005" Ovefsize M 

' 110-0872-10 *V 2 Exhaust..010" Oversize 

■ • 1 110-0872-25 / *2 ' Exhaust; 0&‘ Oversize 

110-TOGO / 2 'Intake, Standard ■ .1 




2 .020" Undersize 

■- 2 .030” JUndersize 

2 * ’Washer. Crankshaft Bearing - 

\ ^ Thrust'. • .?,*. 7// W A-^, 

10 ’GASKET KIT. BEARING PLATE ' ' l 


101-0450-20 
101-0450-30" 
9 104-0575 


11 

T2 

13 

14 

15 


101-0413 
TO1-0115 
101-0316 
101-0367 

509-0041 
516-0072 
110-0445 


. \ 


1 Key 1,2,3.4 v 

1 t Key 5.6.7 .8 ‘ . .‘T , 7 ' v : ; 

1 * & ’Plate. Bearing (Excludes Bearing t 

2 .’Bearing, Camshafl Front or 

Rear (Precisjon); v /• 

1 ‘Seal. Bearing Plate ^ 

4 ’Pin, Main Bearing Stop 

5 ’Nut. Rear Bearing Plate 
" (Key 1,2,3,4.5.8) ' 


110 - 1000-02 

/ 110-1000-05 • 

no-ioqp-10 

• 1 TO-1000-25 
' 21 110-0902; 

f 110-0539 
-110-0639 


115 - 0008 ..- 

(15-0006-05 4 005” Oversize 

25 SCREW, CAPVlE* HEAD 

110-08/9 * . 8 •■ 5/16-18 x 1-1/4" lg. (Specia 

114 r 0022 10 / 5/16 x-T-3/4/ Ig^Spefci^f:; . 

26 526^0122 18 Washer; .Flat - Cylinder ^He, 


Intake, ..002" Oversize 
; Intake. .005" Oversize 
Intake. .010" Oversize 
• Intake. .025" Oversize 
’Guide. Valve ; •; ’ • . 
-A,.;. Spring. V-aive /->V/ 
8Lock, Valve and Spring 
- - ' Retaining-:; 










. f 





4 X :,r. ■ ■ 

M m 7 /•_;#?, 

%$ \ 


u- 




pdrfl : 

*'• - ' 

Mounting (11 32-1 D x 22 




x 10«Ga Thk) . 7* ' 

27% 

516-0011 

2 

’Pin, Dowet-- Gearcase 

.f v 



s Alignment . /. 

28 

517-0090 

1 

7 Plug, Wet HolexPlashcj 

- Parts included m Cylinder Bjock Assembly 

)IL BY-PASS 



tEF. 

PART 

QTY 

PART n 

^O. 

NO. 

USED" 

DESCRIPTION 

1 

123-0398 

1 

Valve, Oil By-Pass 

"2 

1.2Q-0140 

T. . 

Spring, Oil By-Pass Valve 

-3 

526-0066 

f. ; 4 

Washer. Flat, Oil Pressure 




f Valve (25/64 ID x-J" 16. 


' * ' ^ 

£ 

x VI6' Thk) C. ... 

' 4; 

120-0187 

r * 

Stud. Oil By-Pass Adjushn 
- (Includes.f4utV) Keys T.2 

4 '* 

801-0050 ' 

i . 

Screw, Cap - c Hex Hfead 




Oil By-Pass Adjustment 

^ (3/^24 x VMgi . r 
Screw, TOaRu: Hex,,Head - C 

- 4 

80.1-86*8 

i . 




By-Pass Adjustment 



. •• " 

: (5' 16-18 x 1"- lg) - Ke.y 6 !} 

5* 

120-0704,/; 

'-.i % 

iSpacer. Oi 1 By-Pass"(-Key’5 

6 

123-0953 

T . 

T uhe, breather 

7 : \ 

123-0958 r 

2 

' Screen. Breather Tube 

a t 

123-0865 

1 r 

' Baffle, Breather Tube 

9 

123-0951 


Clamp. Breather C ap 

10 

509-tftvr 

1 

Sill Ring - Breather 1 

1 T 

123-0954 v 


-Cap. Breather T^jbe 


•12 " TUBE; BREATHER 
.503-0574 c; / 1?:,, 

123-1264 

13 ‘809-0035 , i;; 

'14 110-0667 2 ; 

15/ I tOwp#' '.-•/ 2":; 

16 526-0063 • 2 




1.7 aoo-ooi2; 


2: 


“ " - . ' ■■ . ; ' ‘ ■' •: 

K'eys 1.22,4,5 1 V. 

Key 6.7;fiT . , ,■ 

•§cr^yv^Cap - Hex'Head - Bn 
;€ap*Clamp (^8 x 3;'4 M ' Ig 
^Gasket. Valve Cover 7 .^ 
v.^over,. Vaive Cover : 

: ^/asher. Flat - Valve Cove: 
Mounting (17 64'U0-x7 / 
x V3.2" Thk)- ■ 

' Screw . Cap T Hex Head - 





LF. PART. QTY 

0. NO ? useo 

1 1 23 - nog ■ i : 

2 123-0191 - 1 . 

3 102-0158 ' 1 

4 102-0655 ' .1 

5 122-0320 - f : /•••• ■ J .. 

6 122-Q323 1- 

7 122-0321 . 1 

8 193-0005 1 

9 VJ 20-0491 - • ■ ,"1 . 

10 120-0663 ' 1 

; 

11 120-0161 1 " ' 

12 120-0689 1 

13 505-0056 I 

•14 501-0003 1 

15" 502-001$ . 1 

18 309-0237 ‘ . 1 



<PART 

DESCRIPTION ,-#• 

/V v- . - .17 

Cap & Indicator.oil Fill ' 

Gasket. Oil Fill Cap 
Gasket. Oil Base Mounpng . 
Base.,Oil 
v Adapter, Oil Fill 
’ Filter. Oil (Spin-On) 

Gasket. Oil Filter Adapter 
Gauge. Oil Pressure - 
... Key 1.2.3 

Pamp, Oil - Complete , 
(NOTE: Internal parts not 
sold separately) 

Intake. Oil Pump (Includes 
Cup'and Screen) 

Gasket Kit, Oil Pump ; v ;: 
Line; Oil Pump Intake ' 
Plug; Oil Drain ’ 

. Line; Oil Gauge (Flexible) 

; Collector, Oil Line 
' Switch. Low Oil Pressure * 

•• Key 4,5,6,7.8 ‘ ^ - 


REF. PART QTY. PART ■? 

> NO. NO. t^USED DESCRIPTION 

, 17 i 502-0058 f - . 1 Tee Low Oil Pressure Svyilch - 

Key'4 5 6.7.8 - 

18 123-0674 1 Tube; Oil Fill - . 

19 141-0078 1 Gasket. ©ilTill Tube 

,Mounting 

v 20 122-0347 /\1. Seal. Air - Oil Filter 

; 2 21 800-0005 7 2, Screw. Cap - Hex Head - Oil Fill 

1 ,, ’ Tube Mounting (1 -4-20 x 3 4" \t 

22 800-0007 '* 2 v Screw. Cap - Hex Head ^Ort Pump 

Mounting (T'4-20 x V Ig) 

‘ 23 800-0028 . 2 Screw. Cap - H£x Head - Oil Fjlte 

Adapter Mounting (5-16-18 x i 

24 102-0455 . 4 Screw. Cap - Hex Head - Oil 

.. ; ;■ • Base Mounting (3.8-1.6.x i ' Ig 

25 * 850-0040 2 Washer. Lock - Spring - Oil Fill 

' f i Tube Mounting (1 4”) 

* 1 26 850-0040 * ' ',2, Washer. Lock - Spring - Oil Pumf 

Q ; Mounting (1 4' ) 

27 850-0050 4 * Washer. Lpck - Spring - Oil Bus 

"Mounting (3'8’0 

. 28 526-0065 2 Washer Flat - A Oii Filter 

. 7-.."_ ,r Adapter Mounting ■ +. ■ 

' (21.64' ID x 9 .16'OD x 1. ib I. 
* ‘ 29 122-0352 1 ,;Pan Oil Dram*’ 

30 815-0194 / ' 2 ^Screw. Tapping - Hex Head , 

\'7 IV—'777 ■ ■ ! % with ET (110-3 2 x 3 8;:v : 





* ' CAMSHAFT 




v/\ 




;. f v ':*:&* "' 


WIM0B i .SfeSSfiS® 






V 150-0078 

2 150-1695 

3 510-0015 
4. f 105-0004 
5" 515-0001 

6 -105-0238 

7 150-0075- 

8 105-0332 

. ■ 

9 150-1257 

. / 10 15GH9077 

;: r 1-1 150-1519 

12 150/? 1520 


r % Ring, Camshaft Center Pin/ 

1 Kit. Governor Gup ^ 

5 Ball, *Fly -Governor^ «> 

: 1 -Was he.fi. Camshaft Gear Thrust 

A Key. Camshaft Gear Mbunting 

1 / Camshaft (Includes Pin) 

1 // Pin, Camshaft Center / - r ' 
1.4a, Gear. Camshaft (Includes Parts 
V Marked ’) , / /, 7, 

t * Spacer, Ftybali 
'ft ‘Plate. Ftybali 

1 Hub. Governor Cup 

1 Cup, Governor 



‘ - Paris included in-105-^332 Camshaft Gear 

■ - ‘~‘i ■’ - 

PISTON AND CONNECTING ROD 


REF. 

NO. 

1 


PART 

NO. 


Qjy. 

USED 


y ■ 

PART 


w 


PISTON & PIN 
112-3136 
112-0136-05 
112-0136-10 
112-0136-20 
- 112-013(5-30* 

T12-0136-40 
7 .PIN. PISTOL 
. 112-0069 

3 112-0000 

4 114-0203 



DESCRIPTION 

Retaining Rings) 

Standard 

OOS'/Oversize _ 

.010 'Overtsize/ . 

.020' Oversize 
.030" Oversize 
.040” Oversize 

Standard 

Ring. Piston Pin Retaining 
Rod Assembly. Connecting (Fa 
IncludesBushingand Place E 


5 RING SET. PISTON , 

113-0153 2 

V 3-0153-05 2 

113-0153-10 2 

a A 113-0153-20 2 

^ 113-0153-30 2 

113-0=153-40 e 2 

6 805-0010 4 


•Standard 0 v. 

005" Oversize ,• 

.010" Oversize . 

.020" Oversize 
030 Oversize 
040" Oversize - V- . 

Bolt,. Place - Connecting Rods 
(5/16-24 x 1/4'* Ig) 

7 BEARING. CONNECTING ROD V 
114-0145 4 Standard ■ 

114-0145-02 4 • .002' Undersize i • ?. 

114-0145-10 4 .010'' Undersize' ' 


114-0145-20 

114-0145-30' 

8 ;114-0036 

9 114-0059 


, 4, ; .020" Undersize '. ■ 

4"' Q30' Undersize . 

2 . -Bushing-. Piston/Pin - Connect 

■r - ;■ i ?? 

4 Washer, Connecting.RodScie/ 

• ’: v/'i-- /■■*' > S;. ’ . ////'■ 













cf.v: 




/ 




./..■' ■"i.V' 


. • '■. 

r ,S7 : 



REP. 

Part 

4 

QTY. 

NO. 

no 


USED 



;. 


■ ■ t ■ 

CRANKSHAFT , j 

V 

104-0710 


.■ *1 


104-0774 

■ f 

1 

■ % 

104-0885 


1 

*2 '■ 

’515-0001 


.1- 

v > 

3 

\ 

1*90-0284 

- 

1 

r 




•' 4 . ~ 

*190-0285 


' 1. 

5 

526-0*128 


1 ■ 

6 

515-0098 


;■ 1 

7 

104'.0170 


4 


i . 


... . .9 

i 

. i i. 

134-1889 

«-•. . 

1 

9 

518-0014 

’ : Cr.. 

1 

TO 

104-0043 

//; . 

i ■ 

. : 

■ \ » 

1 

; .11' 

134-2556 

1 

■ 12 

134-0673 


1 

13 

515-0094 

; f;;- 

4 2 

14 

812-6125 

. <&• ■ f 



.: x,; 15 

-• 

526-0006 


, 

;/1 ©'•-/. 

850-003£ 




104-0032 




Order these parts fronr 




... . ) *Nfn ' :*/ 


PART 

DESCRIPTION 


"Key 1.2,3 & 4 " * ■ > . . . : 

Key 5 ,. ■ 

; Key 6.7.8 

KeV. Crankshaft Gear v 

Mountings 4 , 

* Gear, J ransmission Drive 

(3-3/16”)^ Key 4 
’Gear, Transmission Drive c 
> (2-5/16") - Key 4 > • / 

Washer. Flywheel Mounting ^ 
Key.' 4 Flywheel Mounting 
fj Screw. RywHeel Mounting 
(Special) \ . 

Screen. Flywheel s 
Lock. Crankshaft Gear Washer 
Washer. Qjrankshaft Gear 
Retaining , 

Flywheel (Includes Ring Gear) 

Gear, Ring •- Flywheel 
/Key. Transmission* Drive . 

: Gears LKe>r4/ 1 
Screw. Roundhead;(12-29> x 1 /2’ f ) 
Guard Mounting \; : ‘ • 

* Washer. FI^L (#12) - Guard % 

Mounting ? „ 








FUEL SYSTEM 




. REF. 

PART 

QTY. 

PART 

REF 

PART 

• £ NO. 

NO. 

USED 

DESCRIPTION i 

NO. 

/NO. 

1 g' 

149-0693 

V 

Pump, Fpel -Key 1,2,3,4,5,67 

17 

509-0124 




(See Separate Group for 

18 

140-1055 

• 

t; 


Components) 

19 

140-1053 

2 

140-1058 

1 

Clamp, Air Cleaner 

20 

865-0022 

3 

'GASKET 5- 





503-0301 


149-0003 V* 

, 2 

Key 1,2,3.4.5,6,7 • ;/> 

22 

800^0009 

‘ ** 

149-0003 

1 

Key 8 




4 

LINE, FU^EL 



* 

« _ •< 


' Z- * 


149-0611 , 

1 

Key 1,2,3,4.5 

;<K 

• 23 

800-GQ54/ 


* 503-0594 

1 

Key 6,7 

"T > ° 


* ' 

5 

CONNECTOR, 

FUEL LINE 





502-0002 

2 

Key 1.2,3,4.5 - I 

(1) Fuel Pump 

24 

815-0222 




Outlet, (1) Carburetor Inlet 




502-0,395 ? 

2 

Key 6,7 - (1) Fuel Pupfp 






Outlet, (.1) Carbor^or Inlet 9 

25 

850-0040 


502-0395 

1 

Key 8 - Carburetor Inlet . 



6 

CARBURETOR (See Separate Group f< 

Dr Components) 

26 

850-0050 

, * 

142-0482 

1 

Key 1,2,3,4 \ 

■ ■■:■% ' \ 




' 142-0593 

1 

Key 5,67,8 

!■■■ ' 

27 

526-0063 

7 

“CONNECTOR. FUEL LINE 

$ 

t 


«V-"V 


502-0020 

1 

Key (f 

uel 

28 

526-0008 




Pump Inlet) 

/ *■ ■ 




502-0313 

1 

Key 6,7 (Fuel F 

Ump Inlet) 



.. a 

•MUFFLEfJ; EXHAUST 

i. .... 

1 ■) " ' , ■ 

29 

800-0028. 

$ 

155-1065* * 

1 

Keys 1,2.3 

1 “ k- * 



fc * ? * # • 

155-0480' ^ 

T, 

Key 4,5,6,7,8 


30* 

850-6045 

9 

154-03604/• 

2 

Gasket, Muffler 5 

31 

800-0004 

* 10" 

141-0078 ‘ ’ 

’ 1 ’ 

Gasket, Carburetor Mounting 



7 " IT: 

153-0263 ;; 


Bracket and Clip, Choke 

32 

149-0136 


■0 ... ' •> ./• 


Cable 

-• . - 


• ,-V /••://• 


12 

13 

14 

15 

ift 


154-0356 

154-0013 


1 

£ ;- £ • 

149-0045 ^ : v 1 

420-0169 « t ^ 

RAQ P A iP n i FAMPR 


Manifold, Intake .;1$\ 
-Gasket! Intake-Manifold 
Spacer, Fuel Rump^ounting 
Wrench, Carbu retor ^Adjusting 


QTY. 

USED 

1 

■ 1 ; 

1 , 
1 
2 
2. 


2 

2 

,2 

/l 

4 

4 

2 


PART 

DESCRIPTION 

Seal, "O” Ring - Air Cleaner 
Element, Air Cleaner 
Cover, Air ©leaner 
Nut, Wfng - Air Cleaner 
Clamp, Fuel Hose 
Screw, Cap - Hex Head 
Carburetor Mounting 
(1/4-20 x 1-1/2’' Ig) 

Screw, Cap- Hex Head- Jnta 
Manifold Mounting (3/6-16 ; 
2" Ig) ;• 

Screw, Machine - Fillister Hee 
Fuel Pump, Mounting (1 /4-2< 
1-1/4" Ig) 

Washer, Lock - Spring - 
Carburetor Mounting (1/4") 
Washer, Lock - Spring - fntak 
Manifold Mounting (3/8") 
Washer, Flat- Fuel Pump Mour 
J 17/64* ID x 7/l6'"OQ x 1/32' 
Washer, Flat - Air Cleaner Co 
Mount!n#,( 13/64" ID x 7/16" 
Thk) 

p Sc/ew, Cap - Hex Head 
(5/16"-18x1'1 /Vi 
Washer, Lock - Spring (5/15") 
Screvw, Cap - Hex Head ' 
(1/4-|« X ;5/8"j : s; ' 

Plat^^iel Pump Hole - 










FUEL PUMP^RTi 


PART 

DESCRIPTION 


QTYm* 

USED 


Pump, Fuel -Key 1.2,3.4.5.6;7 
^Repair Kit (Includes Parts 
Marked *) - , 

Body (Not Sold Separately) , 
S.crew, Self Tapping 
(#8-32 x 7/8") V 

.Screw, Phillips Sflf Tapping 
(#6-32 x - Retainer 
'’’Valve and Cage 
'Gasket, Valve , 

'Diaphragm Assembly 
'Spring 

Retainer, Valve Gd'ge 


149-0693 

149-0526 




815-0148 
^ . * V f J 815-0147 

I- 5 149-0095" 

: V- 6 149-0582 

j : 7 ^1|9-067€ 

8 149-0539 

9 % 149-0675 
.Q^IO 516-0113 

149-0710 


Spring 


Pin. Rocker Arm 
Body (Not Sold Separately) 
Link and Arm, Rocker * 
(Sold Only as a Set) 
Gasket, Diaphragm - Lower 
■>.' Side ■ ■ • v. 

Lever, Primer 
Seal, “O” Ring 
Spring, Primer Lever •r* 
Gasket, Pomp Mounting 
Primer \ 


13 149-0858 


14 149-0551 

15 >: 509-0065 

16 149-0404 

17 149-0003 

18 518-0129 


1 Ring, Retainer 
Lever 


• r-1 



1 l 




^ . V, ’ 





; 


\ ■ • • 
' -. 


■ I 







\ 

.V 








. • -rt*- ■■ 


, # y - • 


CARBURE 3 

PART 

QTY. 

PART ' ; 

, NO. 

USED 

• DESCRIPTION 

CARBURETOR ' 

■ •>...• . V ■: v '' ■ ■ ■' 7 ' ■*»]/ . ' 

142-0482 


Key ,1,2,3,4 ’ y ** --v*— 

142-0593 


Key 5.67.8 V ; • . 

142-0371 


Repair Kit, Carburetor^- 

-'V 


Includes Parts Marked “4 .y 

142-0033 

. v y. 

Gasket Kit, Carburetor - * s r 



. 1 deludes Parts Marked * j y v.; y , ■ • 

815-0103 

1 

Screw, Bowl Cover r s * ■ : ' ;• 

815-0100 

2 

Screw. BowrCover - * ’ ■ ^ 

815-0091 

2 

“Screw, Choke Fly 7 : 7 ^ ? 


• y 

(4-40 x 3/16") 

142-0055: - 

1 

Fly, Choke ; • 4 

142-0205 

v 1 

Sleeve'Ass’embly.; Choke 


3 

4 

•' - (CpvHV) 

5 * SHAFT ASSEMBLY. CHOKE / 



142-0.420 


142-0530 ' 

6 

142-0039 

7 

142-0031 

. 8 

#48-0017 

9 

142-0049 

...IQ 

142-0032 

11' 

»142-0285 

12 

142-0361 

13 

145-0008 

14 

%4 2-0040 

15 

142-0282 

16 

142-0035 *■ / 

17 

812-0063 , 

J8 . 

8l5-0072%~ 

.0 - 

19 

fe • - 

142-0369. \ 

20 

142-0368 -■ 

21 

142-^0' 

22 

142-01^6.* 

23 

142-0206 

24 

142-0045 

25 

516-0027 

26 

142-0041 ’ 

27 

--K ; 

28 

505-0008 

;i 29 . 

142-0042 

€ 

. s,w?30 

=■ 142-0343 . 

31 

870-0053 

32 

843-0103 

33 

142-02?7 


' - 1 ,U Key fi. 2,3.4 ‘ »• \ " .» 

1 % Key 5.6.7.8 ; " - 

• • i ‘’Shaft'F)9at 

1 ‘Gasket Body to Bowl .* 

•2 " *6asket (1) Float Valve Seat 
41 { Main, Adjusting Needle 
1 “Valve and .Seat Assembly 

1 / Gasket, v Nozzfe : 4 

1 ^ Nozzle Assembly 
1 4 Float and Lever Assembly 

a { 1 Lever, Idle Stop 

1 “Needle. Idle Adjusting . V : , 
1 Spring. Idle Needle Adjusting 

1 Spring. Throttle Stop v ' 

Adjusting Screw 
* 1 Screw, Throttle Stop 

. Adjusting4'^32 x 427) 

>:. * 2 ■ “Screw: Throttle Fly 

^ (4-4Q x 1/4") , f* y . 

■ V Fly. Throttle 

£. .. ’1 “Shaft Assembly. ThrotUa 
. y 1 Nut and 4 Jet ^Nozzle i- 

1 Retainer. Mam Adjusting 
Needle / 

1 “Packing. Main Adjusting 
Needle- 

1 Retainer.^Mam Adjusting 

Needle Packing 

f 4 Pin. Mam Adjusting Needle 

1 ‘Needle. Main. Adjusting 
1 * Body Assembly (Not Sold 

Separately) 

1 Plug. Gas Inlet 

7 T Needle Assembly (Includes 

*■ ^Packing, Nut and Retainer) 

2 • * Bush mg, Throttle Shaft 

1, Nut. Throttle Stop » * •. 

1 Screw. Throttle Stop Clamp 

1 Pin, Choke Stop , * 


‘ - Parts contained m 142*0033 Gasket Kit. 
* - Parts contained in 142-0371 Repair Kit 




3 3 . 






21 


^m _ 


20 




19 


29 








n 



REF. < PART ‘ . QTY. PART 

NO . NO. USED DESCRIPTION 



1 160-0930 1 Cover, Breaker Box 

2 160-0150 - 1 Gasket ftreaker Box Cover 

3 160-0075 1 Cam, Point Gap Adjusting 

4 TeO-OOOS*^, 1 Pomt Set.breaker _ 

5 304-0610" 1 Support, Resistor Terminal 

6 312-0069 • ' 1 Condenser. Breaker Points* 

7 167-0188, 1 Clip, Spark Plug Cables 

8 160-0043 Cl Gasket, Breaker Box Mounting 

9 304-0060 Nl Resistor. Ignition 

10 160-02^2 V\ Plunger Assembly (Includes 

^'\Plunger and Guid^) 

11 CABLE. SPARK PLUG - RIGHT ; 

-V .167-1594 , ,:1' 8-1/2" - Key 1.2,3.4.5 6 

167-1596 f-; .7*1/4" - Key 7.8 

12 166-0346 :T Coil, Ignition 

13 CABLE SPARK PLUG - L'EF# . • 

167-1594 4 Key/I.2.3 

167-1593 1 17-.1/2" - Key 4.5 6 

167-1595 1 17" - Key 7.8 ■ ^ 

14 160-0263 1 Diaphragm, Breaker^ox 

15 PLUG. SPARK- • " o 

167-0241 2 ,^.ey 1.2.3,4,5.6 

V $>167-0237 ^2 V Key 7.8 - * ' 

i 16 160-0257 1 Box. Breaker (Includes i 

v r Points, Condenser. Cover and 

* Gasket) 

s • ' ■ ■ . - - :y -■■■ *• . ' 




REP. 

PART 

QTY 

NO 

NO. 

USED 

17 

503-0514 

• 1 

18 

1.60-0558 

2 

19 

166-0376 ; 

1 

20 

160-0428 ‘ 

1 

21 

160-0349 

1 

22 

334-0028 

1 

’23 

160-0261 

; T 

, 24 

f 

•j ‘ 

166-0562 

1 

25 

802-0034 

2 

26 

870-0053' 

2 

27 

854-0010 

2 

28 

813-01T2 ’ 

- . 1 

29 

850-0030. 

1 

,7 30 

304*0014 ^ vl 

-1^2 ;,r, 

• 31 

850-0040 

2 

32 

815-0201 

* 

* 2 

33 

821-0004 


■ j 


: *' ■ 

34; 

: 1. . 

336-0332 

* 

1 

- r >*...^ • 

* : . 




PART -V 
’ DESCRIPTION 

. ' .. ■' • '■.* /' *... 

Clamp. Coil 
Nfppie. Rubber ^* CoH c 

Bracket Coil Mounting - — 
Key 1.2.3 . 

Strap 0 Point Set to Terminal^ 
Block .. \ ■■ 

Block and Terminal Assembl 
Lead (4 ft piece^t wire) r \ 

Wick. Breaker BoxpDil^Drain 
Bracket. Coil Mounting V 

* Key 4.5.67.8 
Screw. Cap - Socket Heap 
Nut. Coil Terminal (10-32)> * 
Washer. Coll T e r mi n a I (#10) 
Screw. Resistor Mounting 
(10-32 x 2-1/2") 

Washer Lqck - Resistor /<- 
Mounting (#10- 
Washen Centering - Resisto 
Mounting . \ 

Washer. Lock - Spring (1/4") 
Screw. Machine - Round He< 
with ET (#-8-32 x 3/8") 

. Scjewf Cap - HWH \ 

(#10,-32 x 5/16") 7- 

Lead. Coil 



wmmm 



DART 

DESCRIPTIOi 


QTY. 

USED 


1 134-0589 / -1 Housing, Cylinder Air - Left 

2 HOUSING. BLOWER •", W'n *4’> 

'T34-2025 1 Key 'f,2,3' 

134-21-99 ’ 1 Key 4,5 ' 

. 134-2951 1 * < Key 6.7,8 . ' 

3 HOUSING. CYLINDER AIR-RIGHT 

" 134-2032' 1 Key 1 ; 

134-2094'V 1 Key 2.3.4.5 

134-2954 ' * 1 . Key 6.7,8 

4 '321-0169 s . " 1- Clip. Cylinder An Housing 

5 815-0261 : C 5 Sc rew. Tapping - HWH- 

1 v i (1/4-20 X 12") 

.6 821-0010 2 Screw, Cap - HWH ** 

’' . ! (1/4-20 x 12") 



‘ GOVERNOR GROUP 

l---'/"-' ... - ,'v 



REF. PART QTY. 

NO. NO. USED 

' . - % .... ■ .... . .. ... ’ ' .' 

* 1 SPRING, .GOVERNOR 
150-0698. .. 1 - 

150-1264^ '1 

2 150-0639'.’ , • 1 

3 .150-0629 ' » 1 

5 152-0155 1 ;S 

$ ' % 

6 150-1310 1 

R ' £ 

\ 

7 145-0412 1 

f ; 9 815-0104, 1 


PART T ;. 

' DESCRIPTION 

Key...1.2.3, - ■* : '-f 

Key 4 5.6 7.8 
Joint, Ball - ; 

Link. Throttle 
Clip. Link End 
Swivel, Throttle Cable 
Connector - Key 4,5.6.7,8 
Bracket frhrottle Control , 

Key 4'Af,7.8 
Connector Throttle 

Bracket - key 4,5.6,7,8 >•*' - 

Screw Machine -’Fillister Head ' 
Throttle Control Swivel - Key 


10 815-0241 



11 516-0059 

.. 

■ . (2 ' 526-0006 

.13 862-0001 


4 5.6.7.8[AB-.32.x 5gM6" |g) 

1 Screw. Machine - Truss Head 
Throttle Control Bracket 
Key 4 ,5.6.7-(.1/4-20 x 1/2" lg) 

1 Key. Cotter.-'Throttle 

Control - Key 4,5,6,7.8 1 

1 Washer. Flat - Throttle Control 

(15/64" ID x 1/2" OD x?/64" Thk) 
1 Nut, Hex^Throttle Control 

(1/4-20) •' . 


r:'. H • ■ 


14., 850-0040 


15 870-0053 


150-1269 


1 Washes Lock - Spring Throttle 
/ ' Control ( V4) ,. ! r " 

1 Nut, Hex - Governor Contrpl 

y .. f 

4-fslut, Kt^ps - Governor Conti I 

1 Spacer. Throttle Control 4 








m 

W&m 


0M &■ V;':--^ • vv:?_>/•, : ■-■ • 

m PART QTY PART 

Of ; NQ. USED DESCRIPTION 

■ ' . ■ ' . ■' 

1 509-0008 .1 'Seal Oil - Governor Shjft 

2 510-0013 * : 1 ‘Bearing - Governor Shaft 

- - ■. ': , Upper • * 

3 150-0377 ' 1 ‘Shaft and Arm Assembly, ~ 

• , Governor V- ^ 

1 ‘Y^ke. Governor Shaft - - 

1, - ‘Rihg, Yoke Retainer 
1; ‘Pin - Governor - Cup Stop 
1 ‘'Bearing. Goy^rnpr Shaft - 
Lower.' \ . -f * 

8 510-0014 1 ‘Ball. Bearing,- Governor 

. - , ',■» ' -% Shaft 

9 1Q3-0332 f ,- f Cover^Assembly - G ear v 

' ■ " ’ (Includes part? marked’) 

10 103-0011 1 • Gasket. Gear Cover \ 

11 BRACKET. GOVERNOR LINKAGE . 

. - 150-0635 ' : 1 f Kdy 1.2.3 „• : • ■' 

150-1297- V —-T" Key 4,5,6.7,8 ’ 

1.2 509-0040*^" 1 .. ‘Sea!. Gear Cover . r . v 

13 .,516-0011 V .2 ' Pin. Gear Cover - • v 

'• “% (5/16 x 1-1/8") 

14 850-0045 5 Washer. Lock i Spring Gearcover- 

-• Mounting.(5/16") ' » 

15 sSftEW,CAP - HEXHEAD-rGEWftCOVERMOUNTING 

800-0032/-"' 4, f"*" 5/16-18x -1-3/4":lgrr:--- 

800-0034 1 . 5/46-18 x 2-1/4'ilg) >'•*'; 

‘ ■ \ yv . ^ ' • * V# , '? 

* - Parts Included in GearCover Assembly; 




4 15(f-062t) 

5 5,18-0129 

6 616-ll130 

7 510-0008 


NOTE: For other ^it/, refer loathe group for,the part in 


questron 


PART 

DESCRIPTION 


QTY. 

USED 


PART 
NO. * 


Gasket Kit. Complete Engine 
Ignition Tune-Up Kit 
Carbon Removal Gasket Kit 
Kit/Overhaul *' .■ 


^160H0636 
16B-0095 
522-02,59 



